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Work Order ID 73689 


Thursday, November 24,2011 
1:30:46 PM 
*7~RRq* 
Page I 


*NR1 * 
*NR?* 


Stop 


Start 


Setup 
Start 
*N~ 1* 


Stop 
*N~?* 


Run 


Date: 


Date: 


Cust Item 10: 


Customer: 
CU-OAROOI 


*Nqnnn4n1 nn* 


Tooling: 


SPC (YIN): 


Accept 


*1* 
*1 * 


Date: 
- ._------------------ 
QC:~. __. 


Item 10: 
0412-664-203 


Revision 
ID: 


Item Name: 
Crosstube Aft 


---------- 
-~- 
_._-------_._----_.- 
--- 
. --- 
-_.. 
- -- ---~ - 
- ----- 
.__ . - 


Start 
Date: 
9/13/20 
II 
Start 
Qty: 
1.00 


Required 
Date: 9/14/2011 
Req'd 
Qty: 
1.00 


Reference: 
RMA RA I I 1176 - 
~~ 


~pprovals:---~roc~~S.~la-~~=~_:~---~~t~~:\ 
.~T\~d~.. 


Sequence 
IDI 
Work Center 
ID 


I Draw Nbr 


Operation 
Description 


Revision Nbr 


Set Upl 
Run Hours 
Tool 10 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


i 0412-664-243 


100 
E/DEO 


000 
*1 ()()* 
QC 


Quality Control 
Memo 


INSPECT 
RAIll176 


PART NO GOOD 


FOR ENG USE ONLY 


0.00 


110 
*11 ()* 
QC 


Quality Control 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 


